From:  Eoc,  Epahq 

Location:  Teicon:  866-299-3188;  conf.  code  202-564-9588  (NOTE  the  change  in  dial  in  #'s) 

Importance:  Normal 

Subject:  Gold  King  Mine  Release  Daily  Coordination  Call 

Categories:  Gold  Mine  Spill 

Start  Date/Time:  Tue  8/11/2015  4:30:00  PM 

End  Date/Time:  Tue  8/11/2015  5:30:00  PM 

Hello  All: 


This  teleconference  will  occur  every  weekday  at  1230  EDT/1130  CDT/1030  MDT  to  discuss  the 
Gold  King  Mine  Release  response. 

PLEASE  NOTE  THE  CHANGE  IN  CALL  IN  NUMBERS. 

The  order  of  report  out  will  be  as  follows: 

Region  8 
Region  6 
Region  9 
HQ  EOC 

Topics  to  be  discussed:  (topics  will  evolve  going  forward) 

Situational  Update 
Primary  Tasks  for  the  Day 
Personnel  deployment  and  needs 
Funding  Issues 
Best  regards, 

Patrick  Easter,  Watch  Officer 
EPAHQ  EOC 
202-564-3850 
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